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3.125 

FACILITIES, GENERAL. 

(a) Sfmctural strength. The facility must be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be staicturalty sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

NORTH DEER PENS ; There are several areas vrhere top support poles for the chain link fence have separated from the 
chain link fence . This allows the fence to sag . There was one pen gate which was bent and leaning . These areas pose 
potential injury areas for the 7 deer in these pens . The fence and gate needs to be repaired and maintained in good 
condition to protect and contain the animals . Correct By : 10-14-04 
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